Food  photos 


Subject:  Food  photos 

From:  "Nhien  Lasky"  <NI_asky@ccala.org> 

Date:  08/09/2016  03:44  PM 

To:  "Henna  Sherzai"  <HSherzai@downtownla.com> 

Carol  just  approved  the  October  ad  for  LA  Magazine,  and  it'll  be  focused  around  food  in 
DTLA.  Do  you  have  some  photos  that  I  can  pick  from  to  accompany  this  piece?  Would 
tomorrow  or  Thursday  a.m.  work  for  you? 
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Nhien  Lasky 

Director  of  Business  Development  &  Marketing 
626  Wilshire  Blvd.,  Suite  200  I  Los  Angeles,  CA  90017 
office:  (213)  416-7531  I  fax:(213)624-0858 
NLaskv(a>ccala.orq 

ccala.org 


—  imageOOl.png 


CENTRAL  CITY 
ASSOCIATION 

OF  LOS  ANGELES 


image002.png 


1  of  2 


03/16/2018  08:53  PM 


Food  photos 


—Attachments: 


LA  Mag  October  Ad  Copy  v3  8-09-16. docx 

16.8  KB 

imageOOl.png 

15.4  KB 

image002.png 

1.0  KB 

image003.png 

951  bytes 

2  of  2 


03/16/2018  08:53  PM 


